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GENERAL ADMINISTRATION (SERVICE ) 


The 4th December, 1990 


No. 50 /23/90-S (I)( A ).- Under the provisions of clause (c) of section 3 of the Land Acquisition 
Act , 1894, the Governor of Haryana is pleased to appoint Shri Prahlad Singh , HCS , Deputy 
Controller , Civil Defence , Ambate , and attending the work of Land Acquisition of S. Y. L. Canal 
and Land Acquisition Officer , P. W. ( Irrigation ), Ambala and also Land Acquisition Officer, Haryana 
State Electricity Borad , Ambala to perform the functions of a Collector under the said Act within 
the limits of Haryana State for a period of one year or till he looks after the work relating 
to the SYL Canal and holds the post of Land Acquisition Officer, whichever is carlier. He will 
Joxercise such powers from the date of his taking over charge of duties. 
No. 50 /23 /90 -S (I) ( B ) 

.In exe ; cise of the powers conferred by section 21 of the Code of Criminal 
Procedure, 1973, the Governor of Haryana hereby appoints Shri Prahlad Singh , HCS , Deputy 
Controller, Civil Defence , Ambala and attending the work of Land Acquisition of SYL Canal and 
Land Acquisition Officer, P.W. (Irrigation ), Ambala , and also Land Acquisition Officer, Haryana 
State Electricity Board , Ambala as Special Executive Magistrate for the whole of the State of 
Haryana . He will exercise the powers under the section 129 and 144 of the Code of Criminal 
Procedure , 1973, for a period of one year or till he looks after the work relating to the SYL 
Canal and holds the post of Land Acquisition Officer, whichever is earlier. He will exercise such 
powers from the date of his taking over the charge of such duties . 

No. 50 / 101 /90 -S (I): - In exercise of the powers conferred by clause (4 ) of section 20 of the 
Code of Criminal Procedure, 1973 , Shri Rajbir Singh , HCS , Sub- Divisional Officer ( Civil), Meham , 
an Executive Magistrate is placed in charge of the Meham Sub - Division of the Rohtak District 
from the date of his taking over charge of duties in the District . 


CHHATAR SINGH , 


Joint Secretary . 
RURAL DEVELOPMENT AND PANCHAYAT DEPARTMENT 


Order 


The 23rd November , 1990 


No. 5179-2ECDI-90/ 7820. - Shri Raj Pal Ohri, Block Development and Panchayat Officer, 
Barwala (Hissar) is retired from Government service with effect from 30th November, 1990 (A. N.) 
on attaining the age of superannuation i. e. 58 years. 

No. 5178-2ECDI-90 / 7823. - Shri Sube Ram , Block Development and Panchayat Officer, 
Hissar- I is retired from Government service with effect from 30th November, 1990 ( A.N.) 
on attaining the age of superannuation i. e . 58 years . 


J. K. DUGGAL , 


Financial Commissioner , and Secretary to 
Government, Haryana Rural Development 

apd Panchayat Department. 


INDUSTRIES DEPARTMENT 
The 3rd Decenzber , 1990 


No. 40 /14 /89-41B ( 1).- the Governor of Haryana is pleased to constitute a standing Committee 
comprising the following for revising the negative list periodically keeping in view the Industrial 
Climate of the state and 

state and its neighbourhood : 


Chairman 


1. Commissioner and Secretary to Government, Haryana 
Industries Department 
2. Managing Director , Haryana State , Industrial 

Development Corporation 


. 


Member 


3. Managing Director, Haryana Financial Corporation 


Do 


4. Excise and Taxation 


Commissioner, 


Haryana 


Do 
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5. Director , Largo and Medium Industries, Haryana 


Member 


Do 


6. Technical Expert (ME) Industries Department, 

Haryana 
7. Manager, Small Industrial Development Bank 

of India , Chandigarh , 


Special Invitoo . 


i 


Member-Secrotary 


8. The Director , Smel Scale Cottago and Village Industries, 

Haryana . 


2. The head quarter of the Committee will be at Chandigarh . 


the 


Committee will 


got TA /DA if any, from their respective 


3. The members of 

Department. 


1 


R. S. MALIK , 


Commissioner and Socretary to Government, Haryana , 

Industries Department. 


ANIMAL HUSBANDRY DEPARTMENT 


The 3rd December , 1990 


No. 9681- AH -3-90 /8380. - The Governor of Haryana is pleased to declare the result of the following 
officers of the Animal Husbandry Department, who appeared in the Department examination of Accounts 
held in June, 1990 , as indicated agaibst . each : 


Roll No. 


Name and Designation 


Remarks 


Sr. 
No. 


260 


Fall 


Dr. Bhup Singh Yadav , HCBC , Dubaldhan 
(Rohtak ) 


2 


255 


Pags 


3 


267 


Fail 


Dr. Sanjay Malik , CVH , Bichhpuri 
(Sonipat.) 
Dr. Devender Singh , Adyada (Panipat) 
Dr. Rajinder Singh, HCBC , Gulyana (Kalthal) 
Dr. Ramdhari Boora , ĦCBC , Anchra Kalan 
(Jind ) 


4 


239 


Fail 


6 


251 


Pass 


6 


249 


Dr. Shila Singh , HVVI, Hissar 


Fail 


7 


234 


Pass 


Dr. Jitender Pal, RAIC , Jui Kalan 
(Bhiwani) 


8 


233 


Dr. Rajinder Patsad . HCBC , Birar (Rohtak ) 


Fail 


9 


265 


Fail 


Dr. Randhir Singh , HCBC , Jasaur Kheri 
(Rohtak ) 
Dr. Suresh Kumar , HCBC , Biana , (Karnal) 


10 


223 


Fail 


11 


224 


Fail 


Dr. Dharam Vir Singh , CVH , Jahajgarh 
(Rohtak ) 


12 


227 


Dr. Bharat Singh , RAIC , Narnaul 


Pass 


13 


226 


Fail 


Dr. Shiv Kumar Chaudhry , HCBC , Habri 
(Kaithal) 


14 


264 


Dr. Hardeep Singh , CVH , Ratia , (Hissar) 


Fail 


15 


225 


Dr. Surinder Kumar, CVH , Siswal (Hissar) 


Pass 
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Roll No. 


Name and Designation 


Remarks 


Sr. 
No. 


16 


253 


Dr. Bhani Ram , RAIC Kharian (Sirsa ) 


Fail 


17 


231 


Dr. Radhey Shyam Kausbik , HCBC , Munda Khera 
( Rohtak ) 


Pass 


18 


218 


Dr. Suresh Chand , HCBC . Gagsina (Karnal) 


Fail 


19 


219 


Fail . 


Dr. Raj Kumar, HCBC , Bawana 
(Mohindergarh ) 


. 


20 


220 


Fait 


Dr. Chander Dutt, HCBC , Aterana 
(Sonipat) 


21 


221 


Dr. M. R. Mehla , CVH , Morni (Ambala ) 


Fail 


22 


232 


Pass 


Dr. K. S. Dangi, State Cattle Breeding 
Project , Hissar 


23 


236 


Fail 


Dr. Ram Dutt , RAIC , Bhora Kalan 
(Gurgaon ) 


24 


241 


Dr. Surinder Singh , HVVI, Hissar 


Fail 


25 


222 


Fail 


Dr. A. K. Sharma, CVH , Nissang 
(Karnal) 


26 


214 


Fail 


Dr. Ranbir Singh , CVH . Kufri (Hissar) 
Dr. Bhanu Pal Verma, HCBC , (Sikanderpur ) (Sirsa ) 


27 . 


215 


Fajl 


28 


216 


Dr. Rajbir Yadav , HCBC , Motla 
Kalan ( Rewari) 


Fail 


29 


217 


Dr. Rajvir Singh , RE Party Ambala 


Fail 


30 


242 


Dr. D. S. Bhatia , SCBP , Hissar 


Fail 


31 


244 


Dr. Indu Gahlaut, HVVI , Hissar 


Fail 


32 


246 


Dr. Raj Singh Chabal, Government Hatohery 
Farm , Hissar 


Fail 


33 


257 


Fail 


34 


258 


Fail 


35 


211 


Fai) 


Dr. Ram Lal Moond , RAIC , Dhigawa ( Bhiwadi) 
Dr. Iqbal Dahiya , HCBC , Gatauli ( Jind ) 
Dr. Om Parkash , HCBC , Bichhor (Gurgaon ) 
Dr. Arun Kumar , KCBC , Sagga , (Karnal) 
Dr. Ram Mehar, RAIC , Safidon (Jind ) 
Dr. Sri Bhagwan , Sheep and Wool 
Extension Centre, Pali (Mohjndergarh ) 


36 


212 


Fail 


37 


250 


Fail 


38 


268 


Fail 


No. 9681 -AH - 3-90 /8383. - The Governor of Haryana is pleased to declare that result of the 
following officers of the Animal Husbandry Department who appeared in the Departmental Examination 
of Departmental Rules held in June , 1990 as indicated against each : 


Roll No. 


Name and Designation 


Serial 
No. 


Remarks 


+ 


1 


260 
219 


Dr. Bhup Sinnh Yadav , HCBC , Dubal-dhan (Rohtak ) 
Dr. Raj Kumar, HCBC , Bawana (Mohindergarh ) 


2 


Fail 
Pass 
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Roll No. 


Name of Designation 


Remarks 


Serial 
No. 


3 


226 


Dr. Shiv Kumar Chaudhry, HCBC , Habri (Kaithal) 


Puss 


4 


211 


Dr. Om Parkash , HCBC , Bichhor (Gurgaon ) 


Pass 


5 


224 


Dr. Dharam Vir Singh , CVH . Jahazgarh , (Rohtak ) 


Pass 


6 


258 


Dr. Iqbal Dabiya . HCBC , Gatauli ( Jind ) 


Fail 


7 


222 


Dr. A. K. Sharma, CVH , Nissing (Karnal) 


Pass 


$ 


214 


Pass with 

credit 
Pass 


9 


216 


10 


212 


Pass 


11 


215 


Dr. Ranbir Singh , CVH , Kurri (Hissar ) 
Dr. Rajbir Yadav. HCBC , Motla Kalen (Rewari ) 
Dr. Arun Kumar, HCBC . Sagga (Karnal) 
Dr. Bhanu Pal Verma, HCBC , Sikanderpur (Sirsa ) 
Dr. M. R. Mehla , CVH , Morai ( Ambala ) 
Dr. Suresh Kumar , HVVỊ, Hisar 
Dr. Rajvir Singh , RE Party, Ambala 


Fail 


12 


221 


Pass 


13 


259 


Fai) 


14 


217 


Pass 


15 


220 


Pass 


16 


225 


Dr, Chander Dutt, HCBC , Aterna (Sonipat) 
Dr. Surinder Kumar, Siswal (Hissar) 
Dr. Devender Singh , CVH , Adyana (Panipat ) 


Pass with 

credit 
Pass 


17 


267 


18 


, 227 


Dr. Bharat Singh , RAIC , Narraul 


Pass 


19 


263 


Dr. Kalpna Singh , Sheep Breeding Farm , Hissar 


Fail 


20 


231 


Dr. Redhey Shyam Kaushik , HCBC , Munda Khera 
(Rohtak) 


Pass with 

credit 


21 


236 


Dr. Ram Dutt , RAIC , Bhora Kako (Gurgaon ) 


Pass 


27 


232 


Dr. K. S , Dangi, State Cattle.Breeding . Hissar . 


Pass with 

credit 
Pass 


23 


239 


J 


2-4 


237 


Dr. Rajinder Singh , HCBC , Gulyana (Kaitbal) 
Di. Dalbir Singh , CVH , Pali (Mohindergarb ) 
Dr. D. S. Bhatia , S.C.B.P., Hissar 


Pass 


25 


242 


Pass with 

credit 


26 


245 


Dr. Gop : 1 Sharma, N.I.S., Gurgaon 


Pass with 

Credit 


27 


264 


Pass 


28 


246 


Dr, Hardeep Singh , DVH , Ratia , (Hissar ) 
Dr. Raj Singh Chahal, Government Hatchery Farm , 

Hissar 
Dr. Shila Singh , HVVI, Hissar 


29 


249 


Pass with 

credit 
Pass wit 

credit 
Pass with 

credit 


30 


251 


Dr. Ramdhari Boor , HCBC . Auchra Kalan (Jin :) 


31 


247 


Dr. Vinod Kumar Mittal, HCBC , Kaluan . (Sirsa ) 


Pass with 

credit 
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Roll No. 


Name and Designation 


Serial 
No. 


Remarks 


- 


32 


266 


Dr. Ved Pal Singh , CVH , Mundia Khora (Mohindergarh ) 


Pass 


33 


254 


Dr. Gajinder Singh , HCBC , Khanpur Kalan (Rohtak ) 


Pass 


34 


269 


Dr. Rajinder Pal Gupta , Assistant Director, ICDP, 
Kurukshotra 


Pass with 

Crodit 


35 


255 


Dr. Sanjay Malik , CVH , Bichhpuri (Sonipat ) 


Pass with 

credit 


36 


262 


Pass 


37 


256 


Pass 


Dr. Narender Kumar , HCBC , Mokhra (Rohtak ) 
Dr. Raj Pal Singh , RAIC , Pundri (Kaithal) 
Dr. Siri Bhagwan , Sheep and Wool Extension Centre 

Pali (Mohindergarh ) 
Dr. Ram Lal Moond , RAIC , Dhigawa (Bhiwani). 


1 


38 


268 


Pass 


39 


257 


Pass 


RAGHBIR SINGH , 


Commissioner and Secretary to Government, Haryana , 


Animal Husbandry Department . 


IRRIGATION AND POWER DEPARTMENT 


The 4th December , 1990 


No. 18646. — Whereas it appears to the Governor of Haryana that land specified below 
Reeded by the Government at the public expense, for a public purpose, i, e . land to be acquired for 
the construction of Suli Khera Minor from ED . O to tail RD 15800 Off-takes from RD . 243300 left 
Fatehabad Branch in villages Dhingsara , Kirdhan and Bhattu Kalan in tehsil Fatehabad district Hisar , 
It is hereby notified that land in the locality described below is required for the above purpose . 

This ntificaticn is made under the provision of section 4 of the Land Acquisition Act, 1894 for 
information of all to whom it may concern . 

In the exercise of the powers conferred by the aforesaid section , the Guvernor of Haryana bere 
by authorise the officers, of the Irrigation Department Haryana , with their servants and workmen for 
the time being engaged in the undertaking to enter upon and survey the land in the locality and do 
all other acts required or permitted by that section . 

Any person interested who has any objection to the acquisition of any land in the locality 
may within a period of 30 days of the publication of this notification file objection in writing before 
the District Revenue Officer- cum - Land Acquisition Collector , Hisar and Executive Engineer, Bbattu 
Division , (IB ). Fatehabad . 

SPECIFICATION 


S. No. District 


Tehsil 


Village 


Boundary 


Area Hadbast 

in No. 
acres 


Khasra 
No. 


Killa 
No. 


Hisar 


Fatehabad Dhingsara 2.31 


30 


189 


11 , 12 , 20 , 
21 and 22 


19 , 


204 


A strip of 
land varying 
in widths gene 
rally from 
North to South 
as demarcated 
at site as shown 
on Index plan . 


1 , 2 . 9 , 10j1, 
10/2 , 11 , 12 

12 , 19 , 
20 , 21 and 22 , 
Field Path No. 127 


1076 


HARYANA GOVT GAZ., DEC . 11, 1990 ( AGHN . 20 , 1912 SAKA ) 


[Part I 


S. No. District Tebst! 


Village 


Boundary 


Madbast Area 
No. is 

Acres 


Khasra 
No. 


Killa 
No. 


2 


Hisar 


Fatehabad Kirdhan 15.91 


28 


34 , 21 and 22 


A strip of land 
varying in widths 
generally from 
North to South as 
demarcated at site 
as shown on 
Index plan 


40 1 , 2. 9. 10 , 11 , 12 , 19 , 

20 , 21/1, 21/2/1 , 21/2/2 , 

& 22 . 
63 1 , 2 , 9, 10 , 11 , 12 , 19 , 

20 , 21, 22 & Field 
path No. 917 . 


s1 


72 1 , 2 , 9, 

10 , 11. 12 , 19 
20 , 21 & 22 


97 


1 , 2 , 9 , 10 , 11 12/1 , 
12/2 , 19, 20 , 21 & 22 , 
Fleld path No. 907. 


104 1, 2 , 9, 10 , 11. 12 , 19 , 

20 , 21 & 22 Fie d 
path No. 934 


130 1 , 2 , 9 , 10 , 11 12 , 19 , 

20. 21 & 22. 


135 1, 2 , 9 , 10 , 11 , 12 , 19 , 

20 , 21 & 22 Field 
path No. 943 


160 1, 2 , 9/1, 9/2 , 10 , 11 , 

12 , 19 , 20 , 21 & 22 


162 1 , 2 , 9 . 


3. Hissar 


Fatehabad 


16 


Bbattu 
Kalan 


7.50 
acres 


Ditto 


111 


11 , 12 , 18, 


1 , 9 , 10 , 
19 , 22 , 23 , & 24 . 


112 


21 . 


113 3 , 4 , 6,7 8. 14 , 15 , 

16 , 17 , 25 field path 
No. 476 . 


157 5. 6 . 


158 1 , 10 , 11 , 12 , 19 , 20 , 

22, 23. 


159 2 , 3, 8 , 9 , 13/1 , 13/2 , 

17, 18. 23 , 24 . 


203 4 , 5 , 6 , 7 , 14 , 15 , 16 . 

17, 24 , & 25 . 
204 21 
205 1,10 , 11 , 12 , 19, 2 , 

21, 22 , 


206 5 


1 , 6/2 , 15 . 


252 1, 2 , 9 , 12. 19 . 


( Sd .) . 
Superintending Engineer , 
Sirsa Bhakra Canal Circle , 

Sirsa . 


